









| The illustrations in this folder are but a few of those found in the Operative Technic Manual as compiled for 
“users of the Victor Vario-Frequency Diathermy Apparatus. This book is just what its name implies, a manual 
_ devoted to technical procedure rather than to diagnosis and prescription. Descriptions of the electrodes to be 
used in treatment to a given region of the body, how they are applied, and the approximate settings of the 
various controls of the machine, enable the operator to proceed with assurance that he is employing the 


correct technic in each case. The result is a standardization that offers a reliable basis for comparing clinical results. 
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_ Method of applying diathermy in gonorrheal endocervicitis. 
(From Diathermy in the Treatment of Genito-Urinary Diseases, by Corbus and 
O’Conor; Bruce Pub. Co.) ; me 


Illustrating the application of the rectal thermophore. (From Diathermy 
A he dene of Genito-Urinary Diseases, by Corbus and O’Conor; Bruce 
ub. Co.) 





Diathoray, to Soro iliic Dounte Plate Method. 
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October 18, 1928, 


Dear Doctor Harle: 
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| Seven papers on Physical Therapy were read at the 
last meeting of the A.M.A. in Minneapolis and all of them were well at- 
tended. Surely this is indicative of the modern trend of the profession 
to gpive proper recognition to this important but hitherto undervalued 


therapeutic agency. 


therapy - Surgical Diathermy. 





Take just one of the energies utilized in physical 
You will find enthusiastic reports of its 





varied uses in most of the accredited medical journals. 


You manifested your interest in the subject of Physical 


Therapy some weeks ago when you gave us the opportunity to send you in 
abstract form, some reprints from recent medical literature regarding its 
applications in Surgery. 


It is our pleasure to enclose a@ reprint of a paper by 


one of your colleagues who has employed Surgical Diathermy extensively in 


bladder work. 


com parable to the dramatic effect of blood 
transfusion in suitable cases is the effect of 
diathermy. Why does diathermy play an im- 
portant role, since it contributes only heat? 
Only heat! It must be remembered that ani- 
mals are energy-transformers. One of the 
greatest, perhaps the greatest control of energy 
transformation is heat, for it is known that 
with each increase of 1 degree C. in tempera- 
ture, the speed of chemical activity is changed 
10 per cent. What stimulant, what drug has a 
metabolic effect in the least comparable to 
this? Even laying aside the obvious facts of 
physics, the manner in which the patient 
responds to the application of heat is most 
striking. In diathermy we have an ideal 
method for introducing heat into the body. 
As an emergency measure in the case of a 
patient whose energies are flagging, diathermy 
almost equals blood transfusion as a measure 
for temporary relief. Later we shall discuss 
diathermy as an important sustaining measure 
during certain abdominal operations.”’’ 


G. W. Crile, M. D., and C. C. Higgins, M. D., 
Cleveland, ‘‘Prevention and Treatment of Post- 
operative Complications in Abdominal Sur- 
gery’ Journal Am. Med. Assn., November 19, 
1927> Pace l738, 


It will take only a few minutes to read and we hope you 


have the time to read it right now. | pa Ca 


Through our extensive reference library we are in posi- 
tion to supply abstracts and reprints covering other 
conditions found in your practi e which have been 
successfully treated with physical therapy apparatus. 
These may be had for the asking. 


Very truly yours, 


VICTOR X-RAY CORPORATION 





A GENERAL ELECTRIC ORGANIZATION 








eA Means 
of Generating Heat 
Within the Tissues 


is the simplest definition of medical 
diathermy. In other words, it is the 
application of the particular form of 
high-frequency current that produces 
this effect. It does not come under 
the category of the hot water bottle, 
electric heating pads and other simi- 
lar devices which are basically surface 
applicators. 





Diathermy to heel— 
plate and cuff method 








Consider then a deep seated condition 
indicating the use of heat. With an 
apparatus of correct design you can 
readily introduce the desired heat 
within, from the point of percep- 
tion up to the tolerance of the 
patient. 


A modern, correctly designed 
diathermy machine will prove its 
value to you as it has to thou- 

sands of physicians in. practic- 


ally every branch of medicine. 














Diathermy to frontal sinuses—double plate method 


Diathermy to hip—double plate method 


Diathermy to knee— Diathermy to shoulder—double plate method 


double plate method 


+ 
| The Ideal 
High-Frequency 

zathermy A pparatus 



































is that one with which the electrical 
constants may be selected to give the 
maximum current within the tolerance 
of the individual patient. Thus : : : : 
the variable resistance of the part Diathermy to ankle— 
under treatment and the individual plate and cuff method 
tolerance of the patient involve no : 
compromising technique. To secure 
that combination of voltage and fre- 
quency which gives the exact desired 
current or heat to a part, it is essential 
that both the voltage and frequency be 
selective. 





The Victor Vario-Frequency Dia- 
thermy Apparatus is designed on 
this principle. Its voltage and fre- 
quency ranges eliminate the neces- 
sity of adhering to a quality of cur- 
rent which heretofore has been 
arbitrary because of electrical 
limitations in the machine pro- 
ducing it. " 
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VICTOR VARIO-FREQUENCY 
DIATHERMY:’ APPARATUS 
A composite of every approved principle 
thus far applied in the design of dia- 

thermy apparatus. — 
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Diathermy to elbow—double plate method 





